1.       Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard Analysis Report).
2.       Supplements to SER.
3.       Correspondence relating to SER.
4.       Federal register notices citing availability of items 1 and 2.
5.       Information on scheduling of SER submittals and review.
6.       Requests for additional information for use in preparing SER; responses to such requests.
7.       Meeting announcements or reports of meetings where the primary subject of discussion is the
SER.
8.       Transmittal and acknowledgement letters.
F.      SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS
All plans in this category are individual submissions.   Information submitted as part of the PSAR
or  FSAR is excluded.
1.       Fire Hazard Protection Plan and surveys.
2.       Plant evacuation correspondence.
3.       Safeguards Contingency Plans.
4.       Review of Health Physics Program.
5.       Correspondence relating to aforementioned plans.
6.       Supplements, changes and revisions to plans.
G.      LEGAL AND ADJUDICATORY CORRESPONDENCE
This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, briefings and testimony, which are filed in category T.
1.       Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board (ASLAB) hearing related documents.
2.       Federal register notices regarding hearings.
3.       Requests to make appearances at hearings.
4.       Motions, briefs, arguments, statements and related correspondence filed by participants for hearings.
5.       Transmittal of supporting documents (e.g., SER, FES) to the boards.
6.       Correspondence to and from intervenors.
7.       Board orders and decisions.
8.       Petitions for Commission action.
9.       Legal filings and Commission orders and decisions resulting from item 8.
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